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MEMORANDUM FOR : Special Assistant for Technical Analysts 


SUBIECT : Review of Techsical Inte to be retained 
by CONVAIR, Project GUSTO 

RuPERENCE : Hewo for DD/P (GUS-0401) ata 19 April 
1960 


1. As set forth in paragraph 4.¢. of referenced 
Memorandum, CONVAIR desired to retain all drawings, design 
and technical data gencrated under the coatract in a 
“sanitized” form. 


2. CORVAIR has advised that they will have "sanitized" 
all the data they wish to retain by 17 June 1960. They have 
requested that Project representatives viait their facility 
to review the date and approve the “sanitisation”. 


3. In view of the foregolag, your recommendations as 
to who should review the data are requested in order that 
arrangements cen be made by this office for such review at 
an early cate. he 
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Chief, Contracts Branch, DPD 


ILLEGIB 


MORI/CDF 


Approved For Release 2006/08/17 : CIA-RDP89B00739R000400180006-4 


